"ANNEXURE N4" 

PROPOSED WATER CONSUMPTION TARIFFS 2020/21 CONTINUED 
WATER AVAILABILITY FEE PER DEBTOR TYPE 2020/21 


Category 

2019/20 Basic 
Charge 

2020/21 Basic 

Charge 

Residential/Domestic, Churches, Sports Club, Old Age & NGO's 

58.81 

62.34 

Commercial and Business 

185.03 

196.13 

Industrial and Agriculture 

185.03 

196.13 

Instituitions 

185.03 

196.13 

Mixed Use 

185.03 

196.13 


WATER AVAILABILITY FEE VACANT PLOT 2020/21 


Service Type 

2019/20 Basic 
Charge 

2020/21 Basic 

Charge 

Water Availability Fee 

58.81 

62.34 


WATER FLAT RATE ( This relates to unmetered households,Businesses and Instituitions) 


Category 

2019/20 Monthly 
Charge 

2020/21 Monthly 
Charge 

Residential/Domestic, Churches, Sports Club, Old Age & NGO's 

110.37 

116.99 

Commercial and Business 

379.78 

402.57 

Industrial and Agriculture 

1 592.46 

1 688.00 

Instituitional 

546.04 

578.80 

Mixed Use 

546.04 

578.80 


RAW WATER 


|KL 

Tariffs 2019/20 

Tariffs 2020/21 | 

RATE PER KL 

1.06 

2.87 


RURAL YARD CONNECTION 


KL 

Tariffs 2019/20 

Tariffs 2020/21 

INSPECTION FEE 

N/A 

424.00 

CONNECTION FEE 

N/A 

2 014.43 


WATER FLAT RATE ( This relates to unmetered households,Businesses and Instituitions) 


Category 

Tariffs 2019/20 

Tariffs 2020/21 

Residential/Domestic, Churches, Sports Club, Old Age & NGO's 

110.27 

116.88 

Commercial and Business 

357.95 

379.43 

Industrial and Agriculture 

1 500.90 

1 590.96 

Instituitional 

514.65 

545.52 

Mixed Use 

514.65 

545.52 




















































































